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Ortho-Iiluminator complete with three-point 
positioning device for microscope base; turret- 
mounted intensity and color filters; auxiliary 
lens; pinhole eyepiece; one 100 watt, 115 volt 
bulb; two way switch, cord and plug 


Didymium Filter 244 mm thick, 41 mm dia- 
meter aS cea ete eR 
Auxiliary lens in mount for Abbe condenser 


N.A. 1.25, Achromatic-Aplanatic condensers 
N.A. 1.30, 1.40 


Replacement bulb GE PH100S11 °3SC 
100W, 115V, clear, CC13 filament, S.C. 
base 
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Chicago 
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New York 
Orlando 
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$178.00 
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Toronto 
Washington 


International Division, 
Southbridge, Mass. 
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